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0s: PRIORITY 
xXA 


: Ae 3239 
25X1A_ B.S OCAMERA/4,946 FT. 
C. SL TRENTON NO. 1/FULL / PRIMARY 73 DEGREES SECONDARY 8@ DEGREES. 


Poement 
pian 


9R TRENTON NO. 2/ FUL ./# PRIMARY 74 DEGRESS SECONDARY &@ DEGREES. 
Do SL HEAD 2.68 TAIL 2.34 
SR HEAD 2.58 TAIL 2.59 
Eo 8402/228-18-5/1-4-3. SL. 
84G2/226-li-3-625-4-35, OR. 
Fe i. GOOD 
2- GOOD 
3. GOOD 
4. GOOD ~- SEE PARA G. 
20 GOOD 
6. GOOD 
7c CLEAR 
Ge THERE IS & PRONOUNCED QUALITY DROP OFF IN THE OUTBOARD CORNERS 
OF THE FORMATS. THIS CONDITION BEL TEVED: TO BE CHARACTERISTIC 
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| OF INSTRUMENT NO. C-118/ THE VERTICAL INDICATOR DOT APPEARS 

| QVEREXPOSED AND BLOSSOMED/ SLIGHT GHOSTING OF THE ADJACENT 
POSITION INDICATOR LAMPS OCCURS WHEN THE CORRECT INDICATOR 
IS EXPOSED/ PRESSURE ROLLER STATIC (CHATTER) IS PRESENT 
ALONG BOTH EDGES OF THE SR FILM AND INTERMITTENTLY ALONG THE 
INBOARD EDGE OF THE SL FILM/ A ROW OF MINUS DENSITY DOTS 
IS PRESENT ON THE 9L SIDE, 0.18 INCHES FROM AND PARALLEL TO 

THE INBOARD EDGE AND SPACED 1.55 INCHES APART/ THERE ARE 
: 156@ TITLED FRAMES ON EACH SIDE/ CLOUD COVER APPROXIMATELY 
(25X1A 45: PERCENT 
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